October 1973 


Journ. Jap. Bot. Vol. 48 No. 10 


303 


Plate XVIII. “ Sapporo Yellow ” (1970). Histological changes on irradiated 
bulb. Photograms of median longitudinal section through growing point 
and young leaves ylfj-y^. 1. Dosage 15,0000 rad. one month after ir¬ 
radiation. 2. Dosage 7,000 rad. three months after irradiation. 

Plate XIX. “ Sapporo Yellow ” (1969, 1970). Photograms of highly magnified 
growing point changed by irradiation. 1-3. Irradiated growing point of 
stages in development corresponding to 1-3 of control and 4 corresponding 
to 5 in PI. XVII. 1. One month after irradiation. 2-4. Three months 
after irradiation. (1, 3. Dosage 15,000 rad. 2, 4. Dosage 7,000 rad.) 
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